Approved For Release 2003/11/06 : CIA-RDP85-00988R000600210005-9 
GENERATED HAZARDOUS WASTE 


Description tit Classification 


Oil, Automotive - Used . 250 Gallons* Petrolem Product 


*Approximately 250 gallons used motor oil is generated from the Depot Motor Pool, ann j 
eae vale in an under ground tank pending removal by authorized outlets ae 
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STAT 


Attachment A 


